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8 May 1959 


SUBJECT: Read-Out Racks 


TO: Contracting Officer 


Reference is made to your letter DPD-2502-59 dated 
14 April 1959, 


Referenced letter requested permission to retain one each 
MP-11085 "G" Rack and one each MP-11022 "J" Rack for approxi- 
mately 120 days. 

We concur in this request and have made arrangements to 
borrow the needed racks from our user. However, we have promised 


to replace the racks by 15 September 1959. This requires that 
the racks you have be released by then. 


25X1 


It. Colonel, USAF 
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